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Our Terms 


Are net thirty days, F. O. B., Bridgeport, Conn. 


On all bills paid within ten days from date of same 
we allow two per cent. discount. If we are compelled 


to make draft we expect customer to pay exchange. 


Goods sent to factory for repairs must invariably 
have transportation charges prepaid or they will not be 
accepted. 

Prepay your telegrams for the same reason. 

All responsibility for the safe delivery of goods, on 
our part, ceases when we furnish the receipt of the com- 
mon carrier to whom they are entrusted. 


All quotations are made at factory. 


All quotations are made for immediate acceptance 


unless otherwise agreed upon. 


We are not responsible for goods lost in the mail. 


Preface 


In presenting this new catalogue to our friends and 
the trade in general, we feel that it is almost unnecessary 
to say anything in favor of The Genuine Armstrong 
Stocks and Dies, of which we are sole manufacturers, 
as they are so well known and generally liked that they 
are found in the kit of every first-class steam and gas 
fitter in the civilized world. 


We would, however, call special attention to our 
new machines for threading and cutting off pipe, which 
will be found on pages 26 to 33. 


These machines are built with the same care, and 
under the same able mechanical supervision, as our stocks 
and dies and other small tools. We feel confident that 
our customers will be well satisfied with the mechanical 
excellence and utility of these machines, which our past 
reputation on our Stocks and Dies, etc., should recom- 
mend to their consideration. 
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Advantages Over All Other Dies 


of 


Genuine Armstrong’s Improved Adjust- 
able Pipe Stock and Dies 


ist.—The Armstrong Improved Dies can be adjusted to the 
variations in the size of fittings. 

2d.—The Armstrong Dies, by reason of their peculiar cut- 
ting edge, can be worked with much less labor, and accomplish 
the desired results in less time than with other Dies. 

3d—The Armstrong Dies have a double-taper, that is, the 
taper at the entrance for the first few threads is greater in de- 
gree than the standard taper, which forms a lead to the Dies, 
causing them to start on the pipe without filing, even when 
there is a swell or burr, and requiring no pressure to start the 
Dies on the pipe. 

4th.—The Armstrong Dies being made in parts can be more 
perfectly constructed; the cutting edges reached more directly; 
the work done with greater precision and uniformity, by which 
they accomplish a much better result. 

5th—The Armstrong Dies can be sharpened without draw- 
ing the temper, and can be kept in good condition easier and 
with less expense than any other Dies ever offered to the public. 
These Dies can be sharpened the same as any edge tool, and 
it is not necessary to send them to the manufacturer to be re- 
sharpened, as is the case with solid Dies when they become dull. 

6th—The Armstrong Dies are interchangeable in the 
stocks, and, although adjustable, do not need adjusting to cut 
the standard size for which the Dies are made. The adjusting is 
only done when the irregularity or variations in the fitting make 


it necessary. There are corresponding marks ( *) on the Stock 
and on the Dies (!) and when these marks are brought into 


line the Dies will.cut the standard size. 

%th.—You will see that by having one of our No. 2 Stocks 
you can, by purchasing the Dies and Bushings, use it for Pipe, 
Bolt, or Brass Tubing. 


Armstrong’s Adjustable Stock, No. | 
And Dies for Threading Pipe 


No. 1 Stock, 4 Right Hand Pipe Dies,4to}fin., 
each $ 9.00 


No. 1 Stock, 4 each Right and Left Pipe Dies, 4 
to 4 in., each, : 14.00 


This set unless otherwise specified is packed 4 to 4 in. 
Right Hand. 

This Stock will also take Bolt Dies as shown on page 12. 

This Stock will also take Brass or Fine Thread Dies as 
shown on page 11. 

For Price List of Parts, see pages 18, 19, and 20. 


Armstrong’s Adjustable Stock, No. 2 
And Dies for Threading Pipe- 


a = 


No. 2 Long Guide, with Thumb Screw 


No. 2 Stock, 5 Pipe Dies, Right + to 1 in., . $12.00 
No. 2 Stock, 6 Pipe Dies, Right, 4 to 1 in., : 14.00 
No. 2 Stock, 5 Pipe Dies, Right and Left, 4 to 1 in., 20.00 
No. 2 Stock, 6 Pipe Dies, Right and Left, 4 to 1 in., 23.00 

This Stock will also take Bolt Dies, as shown on 
page 14, and Brass or fine thread Dies as shown on page 
11. 

This set unless otherwise specified is packed } to 
ban Re: 

For Price List of Parts, see pages 18, 19, and 20. 


Armstrong’s Adjustable Stock, No. 2% 
And Dies for Threading Pipe 


No. 24 Stock, 4 Dies (Double Ended), 4x3, and 


1x1} in., Right Hand, . . $12.00 
No. 24 Stock and Dies 4, 2, 4x3, 1x1} | in;; Right 

Hand): . 18.00 
No. 24 St ock and Dies, i, 8, 4, 3, 1, 14, Right and 

Leit;- >, 23.00 
No. 24 Stock and Dies, ‘cutting Right and Left, FT 

to if in., 18.00 


4 and 2 are Single Ended Dies, Right or Left. 


This Set unless otherwise specified is packed 4 to 1} 
R.. Hi: 


We do not make Bolt or Fine Thread Dies for this 
Stock. 


For Price List of Parts, see pages 18, 19, and 20. 
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This set, unless otherwise specified, is packed 2: 


Right Hand. 


41” 
2° 


For Price List of Parts, see pages 18, 19, and 20. 


Will not thread pipe smaller than 2 
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Armstrong’s Adjustable Stock, No. 7 
And Dies for Threading Pipe, 24, 3, 34, and 4 Inch 


These Dies are double-ended and come in sets of four pieces. 

One set is threaded 24 inch on one end and 3 inch on the 
opposite end, and one set is threaded 33 inch on one end and 4 
inch on the other end. 

They have the same adjustable features and Double Taper 
as our other Dies. 


SARQENT EWN 


, cutting 23, 3, 34, 4 inch, Right, . . . $60.00 
, cutting 24 and 3 inch, Right, . P : 45.00 
, cutting 34 and 4 inch, Right, . A 2 45.00 
No. 7 Stock, cutting 23 to 4 inch, Right and Left, . 92.00 


No. 7 Stock, cutting 23 and 3 inch, Right and Left, or 34 
and 4 inch, Right and Left, . : : ; 5 60.00 
No. 7 Leader Screw, . ; : : ; 2 3 5.00 
“ te Set unless otherwise specified is packed 24 to 4 in. R. 
and. 
Will not thread pipe smaller than 24 inch. 
For Price List of Parts, see pages 18, 19, and 20. 
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Armstrong’s Adjustable Stocks, Nos. 1 & 2 
And Dies for Threading Brass Pipe 


No. 1 Stock, 3 Brass Dies, 4, 8, $ O. D., : . $ 8.00 
No. 2 Stock, 5 Brass Dies, 6. 32,1 and - inch 

©;.Ds s)  ec0G 
No. 2 Stock, : 5 Brass Dies and Taps, § $, 37,1 and 

1} inch O. D., i - 26.25 


Armstrong’s Brass or Fine Thread Taps 
Right or Left Hand 


Diameter. | No. of Threads toInch. | Price. 


| | 
5 inch. | 20 $1.25 
3 inch. 20 | 105 
£ inch. | 18 | 2.25 
1 inch. | 18 2.75 
14 inch. 18 3.25 


For Price List of Parts, see pages 18, 19, and 20. 
For Gas Fixture Dies, and Hand Taps, see page 51. 
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Armstrong’s Adjustable Stock, No. ! 
And Dies for Threading Bolts 


No. 1 Stock, 7 Bolt Dies, to3inch . . . . . $15.00 
No. 1 Stock, 4 Pipe and 7 Bolt Dies . . . . . 20.00 
No. 1 Stock, 7 Bolt Dies, 7 Taps,+to#%inch . . 20.50 
No. 1 Stock, 4 Pipe Dies, 7 Bolt Dies, 7 Taps . . 25.50 


These sizes and threads of Bolt Dies will be furnished 
with this Stock unless otherwise ordered: 4-20, ;°,-18, 3-16, 


ts-14, 4-12, 3-11, 3-10. Intermediate sizes are special. 


This Stock will not take Bolt sizes smaller than + inch, 
nor larger than % inch. The Dies are made regularly in 
V, U. S. Standard, and Whitworth threads, either Right 
Hand or Left Hand. 


Bolt Sets sent without Taps unless otherwise specified. 


Stay Bolt Dies furnished for this Stock 8”. Twelve 
threads. 


For Price List of Parts, see pages 18, 19, and 20. 
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Armstrong’s Adjustable Stock, No. 2 
And Dies for Threading Bolts 


hs 

No. 2 Stock, 7 Bolt Dies 4-14 Ri exe ae $20.00 
9 Og ee ee ee 
a ee | a a 
ee oe ae © “6 Pipe DieSane<, 6s 28.50 
(og WH. pe O Wee a. 5 RO 
Cor og A ag ee. Sl 
a se | ee 
ae) ot an « 2117 Taps, 4-14, 5 Pipe ° 

Diesi-1R . . . 40.00 


For Pipe Dies fitting this Stock see page 18. 

Bolt Dies for this Stock are furnished with the following 
sizes: 1-20, 7-18, 3-16, 4-14, 1-12, $-11, $-10, 7-9, 1-8, 
11-7, 11-7. Unless otherwise ordered this stock will be 


shipped with Bolt Dies from } fo 14 inch. Dies can be 


furnished in either V, U. S. Standard, or Whitworth threads | 


regularly, either Right Hand or Left Hand. 

Bolt Sets sent without Taps unless otherwise specified. 

Stay Bolt Dies furnished for this Stock from {-13. All 
12 threads. 

For Price Listof Parts see pages 18, 19, and 20. 


Armstrong’s Adjustable Stock, No. 3 
And Dies for Threading Bolts 


This is the same Stock as shown on page 8, but with 
Bolt Dies instead of Pipe Dies. It can be furnished with 
the following sizes: 


No. 3 Stock Bolt Dies, {-9, 1-8, 14-7, 11-7, 13-6, 


Meo ee es 4 $88.00 
No. 3 Stock Bolt Dies, §, §, $, 2, 1, 14, 14, 13, 14,. 55.00 


No. 3 Stock, 6 Bolt Dies, 7-14, | 54.00 
No. 8 Stock, 6 Bolt Taps, core : 
No. 3 Stock, 9 Bolt Dies, 4-14, } 15.00 
No. 3 Stock, 9 Bolt Taps, ela ee ha te OE de eg 


Bolt Sets sent without Taps unless otherwise specified. 


For Price List of Parts see pages 18, 19, and 20. 
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The Bard Adjustable Bushing 


This Bushing is fitted with hardened jaws which are moved 
to and from center by means of a cam plate, and, by fastening 
the plate with the thumb screw, the jaws are firmly held_in any 
desired position. 

The adjustable jaws make a perfect center for the pipe, fit 
closely around the pipe and insure the cutting of a straight 
thread. When necessary a crooked or drunken thread can be 
cut with this bushing as easily as with a ring bushing. 

When once attached to the die stock it can always remain 
there. It does away with the necessity of carrying a number 
of loose ving bushings, and saves the time now lost in hunting 
for and changing the bushing for each size of pipe. 

No more winding’ tin or paper around pipe. 

This bushing only furnished with genuine Armstrong Stocks. 


Number Fitting Die Stock Threading from | List 

1 4 down $4.50 

2 ' 1 5.00 

23 1,‘ 6.00 

3 Dien 55 | 8.00 
Parts No. 1 No 2 No. 2} No. 3 
WODoe meas $1.60 | $1.80 $2.10 $2.80 
Bottom. ..~ .! | 1.60 1.80 2.10 2.80 
WaGe ck tk 45 50 60 80 
Thumb Screw 16 | .20 .24 .24 
Small Screw . .08 08 .08 12 


No. 


No. 
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Armstrong’s Adjustable Stock 
Fitted with Bard Adjustable Bushings 


; (OQGEPORT, CT. 
f.. BARD'S PATJULS 9g 


1 Stock, 4 R. H. Pipe Dies, 4 to $ in, . . $12.00 
2 Stock, 5 R. H. Pipe Dies, + to 1 in, . . 15.50 
. 2 Stock, 6 R. H. Pipe Dies, 4 to 1 in., . aw” 1%50 


. 2 Stock, 5 R. H. Brass Pipe Dies, $ to 14 in., 18.50 


. 24 Stock, 4 R. H. Pipe Dies, 4 to 1d in, . 16.20 
. 8 Stock, 3 R. H. Pipe Dies, 1} to 2 in., bf. a wDaeO 
. 3 Stock, 4 R. H. Pipe Dies, 1 to 2 in., . wo 29:70 


. 8 Stock, 5 R. H. Pipe Dies, } to 2 in., . %, 133.70 


17 


This cut shows our new model B Armstrong Ratchet 
Attachment. It is so constructed that only a small 
amount of energy is required to operate it. 


Can be used either Right or Left by reversing Pawl 
without removing from Stock. With this attachment 
any Armstrong Stock becomes a Ratchet Stock and Die. 

It is not necessary to Ratchet the Die off the Pipe. 
All that it. requires, is to make one or two turns back 
when the Pawl can be disengaged by lifting and making 
one quarter turn of Pawl, then turning the Stock and 
the Ratchet remains idle. 

This Tool is made of Malleable Iron and is Dust 
and Chip proof. All parts interchangeable. 


Price List 
Ratchet Attachment for No. 2 Stock, . : . $2.50 
Ratchet Attachment for No. 24 Stock, . , : 3.00 
Ratchet Attachment for No. 3 Stock, . : : 3.50 
Ratchet Attachment for No. 6 Stock . , ’ 5.00 


Ratchet Attachment for No. 7 Stock . : : 5.00 


No. 
No. 


No. 
No. 


Either No. 
Either No. 
Either No. 
Either No. 
Either No. 


Sh Wve ei 


18 


Pipe Dies 


Prices of Dies quoted mean set of two pieces, numbered 1 
and 2. 


He 
2. 


For Pipe, 4, 4, 8 or 4 in, either Right or Left 

For Pipe, 4, 4, #, 4, # or 4 in., either Right or 
Bett- 5 ; 

For Brass Pipe Dies, i. &, 2 Right or Left q 

For Brass Pipe, 8, 2, §, 1 or 14 in., either Right 
or Left 

For Pipe, Double Ends, txt or Ixtd i in., either. 
Right or Left . : 

For Pipe, Single End i or a 

For Pipe, 4, 3, 1, 14, 14, or 2 in, “Right or Left 

Pipe Machine Dies 34x4 Special ; 

For Pipe, Double Ends, 23x3 in., Right or Left 

For Pipe, Double Ends, 23x3 in., R'ght or Left 

For Pipe, Double Ends, 34x4 in., Right or Left 


Bolt Dies 


Bolt Dies, 3, ¥s, 8, or Ys in., Right Hand, each 

Bolt Dies, 4, 8 or 2 in, Right Hand, each 

Stay Bolt Dies, 2 Right, all 12 Threads each 

Bolt Dies, 4, rg 2 or vs ir., Right Hand, each 

Bolt Dies, 4 or 3 in., Right Hand, each i 

Bolt Dies, #, § or 1 in., Right Hand, each 

Bolt Dies, 1% or 13 in., Right Hand, each : 

Stay Bolt Dies, 3 3,4, lin., Right, all 12 Threads 
each 

Stay Bolt Dies, 13—12 Thread 

Bolt Dies, 4, 8, #, , 1, 14, 14, i or ai in., Right 
Hand, each , 


Bolt Dies, Left Hand, are Special. 


1 or No. 2 half of No. 1 Die for Pipe 
1 or No. 2 half of No. 1 Die for Bolt 
1 or No. 2 half of No. 2 Die for Pipe 
1 or No. 2 half of No. 2 Die for Brass 
1 or No. 2 half of No. 2 Die for Bolt 


Either A or B half of No. 24 Die for Pipe : 
Either No. 1 or No. 2 half of No. 3 Die for Pipe 
Either A or B half of No. 6 Die for Pipe : 
Either A, B, C or D quarter of No. 7 Die for Pipe 


When ordering please state which part of Dies wanted. 


Each 
$1.25 


1.25 
1.25 
1.75 
2.25 
8.00 
5.00 
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Bushings 


. 0 Collets Bolt (without Dies), . 
. 1 Bushings, Bolt or Pipe, : : 
. 2 Bushings, Bolt, Pipe, or Brass, . 
. 24 Bushings, Pipe, ; 
. 3 Bushings, Pipe or Bolt, 
. 6 Bushings, Pipe, 


q 24, per set, 2 pieces, 
. 3, per set, 2 pieces, 
. 6, per set, 4 pieces, 
. %, per set, 4 pieces, 


each, 
each, 
each, 


each, 
each, 
each, 


No. 24, each, 
each, 


. % Bushings, Pipe, 
. 2 Long Guide, 
. 6 Leader, : 
. % Leader, 
Wrenches for Stocks 
tees a Ae No. 3, . 
ys ; ‘ 25 No. 6, . 
. ee No. 7, . 
Collar Screws 
. 1, each, . $0.12 No. 38, 
, 2, each, R 12 No. 6, 
. 24, each, : 15 No: “4; 
Adjusting Screws 
. 1, each, . $0.10 No. 38, 
. 2, each, i 10 No. 6, 
. 24, each, : Ad No. 7, 
Thumb Screws 
. 1, each, . $0.10 
. Beach; : 10 No. 3, 
Handles 
» dy PSF SEt,, :% pieces, 
. 2, per set, 2 pieces, 


No. 


No. 


Stocks 


With Screws, Handles and Wrench Only 


1 Stock, taking Pipe Dies 4 to 4 inch and 
Bolt Dies 4 to 3 inch, . 

2 Stock, taking Pipe Dies 4 to 1 inch, Bolt 
Dies $ to 14 inch and Brass Pipe Dies % to 


14 inch, . 


. 24 Stock, for Pipe taking Dies 4 to 1} inch, 
. 3 Stock, taking Pipe Dies from } to 2 inch, . 
. 6 Stock, taking Pipe Dies 24 to 3 inch, 


. 7 Stock, taking Pipe Dies 24 to 4 inch, 


$3.25 


4.00 
4.50 
7.00 
25.00 


30.00 
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Nipple Holders for Stocks 


As will be seen in cut this Holder is double-ended 
and holds two sizes of Nipples as follows: 


For No. 2 Stocks % inch and 4 inch, price each,. $3.00 


For Stocks # inch and 1 inch, price each, . F 3.00 
For No. 24 Stocks 3 inch and 2 inch, price each 3.00 
For Stocks 1 inch and 12 inch, price each, : 3.00 
For No. 3 Stocks 1 inch and 14 inch, — each, 3.50 
For Stocks 14 inch and 2 inch, price each, ‘ 3.50 
Price, per set, from % to 2 inch inclusive, . . $12.00 
For No. 6 Stocks, 24 inch and 3 inch, price, ; 8.00 
For No. 7 Stocks, 24 inch and 2 inch, price, : 8.00 
For Nc. 7 Stocks, 34 inch and 4 inch, price, . 8.00 


These Nipple Holders are so arranged that when the 
thread is cut the Nipple can be removed by simply start- 
ing back the wedge which loosens the inner part of the 
Holder and allows the Nipple to be easily taken out with 
the fingers. 


These Nipple Holders can be used for making Right 
Hand or Left Hand Nipples 
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No. 0 Pipe Machine Nipple Holders 


These Nipple Holders are double-ended, are similar 
to those shown on page 21, and are made in the follow- 
ing sizes: 


Nipple Holders 4 and 2 inch, ; : : . $3.00 
Nipple Holders 4 and ? inch, . : : ; 3.00 
Nipple Holders 1 and 1} inch, . ‘ ‘ 5 5.00 
Nipple Holders 14 and 2 inch, . : ‘ : 5.00 


These Nipple Holders can be used for making Right 
Hand and Left Hand Nipples. 


No. 00 Pipe Machine Nipple Holder 


aA / y | 


1 to 2 itch, . : : 5 : : ! . $25.00 
2 to 2 inch, . ‘ : ‘ ; : : ‘ 27.00 
24 to 4 inch, . : : ‘ : ; : : 48.00 


These Nipple Holders can be used for making Right 
ITand and Left Hand Nipples. 
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Nipple Holders for Machines Nos. 174 & 3 


Te E ARNSTRONG WEG C0 \ 
BRIDGEPORT GT. 


Ito: 2 “inch; « ‘ , ; ‘ , : . $27.00 
24 to 4 inch, . : ‘ : : ‘ ; ; 48.00 
44 to 6 inch, > ‘ ‘ ; ; ‘ , 70.00 
Set, 1 to 6 inch, inclusive, . z : ; . 140.00 


Hold Nipples Right or Left Hand. 
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Machines for Cutting Off and 
Threading Pipe 


We beg to call your attention to illustrations of our 
New Pipe Threading and Cutting Off Machines. After 
long experimenting and study we have brought out ma- 
- chines that we can recommend. ‘These machines, like our 
well-known adjustable Stocks and Dies, are constructed 
with a view of time and labor saving. They will cut off 
and thread pipe from } to 6 inches inclusive, requiring 
only from two and a half to four minutes to thread pipe 
from } to 6 inches according to size. Of course, to run 
these, or any other machine, by hand power, the time 
consumed in threading pipe depends upon the activity of 
the man turning the crank. They will do the work as 
rapidly and easily as any machine on the market. They 
are so arranged that when cutting off pipe the dies are 
opened for the pipe to pass through, without being re- 
moved from the machine, by a simple motion of the hand 
wheel or lever. They are so constructed that the gears 
and bearings are inclosed in an oil chamber, thus keeping 
the bearings lubricated and preventing chips or dirt 
from getting into the working parts. Cutting off pipe 
on our No. 00, No. 1, No. 14 and No. 3 Machines is ac- 
complished by means of a newly-patented attachment 
which works entirely automatically. 
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No. 0 Machine, as Shown on Page 26, 
for Hand or Power. Model B. 


This machine has been remodeled and strengthened 
in many ways. It works easier than our origina! No. O 
and is considered by all that have used our new model a 
most excellent machine. It is light, strong, compact, and 
durable; threads pipe from + inch to 2 inches, and bolts 
4 inch to 1$ inch, using the Celebrated Armstrong Ad- 
justable Dies. Dies are opened after cutting thread, and, 
after removing pipe, return to size without resetting. 
Ali gears and moving parts of the Machine run in oil, 
in a dust and chip proof case. The Die Head has no gear 
teeth on that part of the Head that comes in contact with 
the shell. In addition to its not revolving on the gear 
teeth, it has a journal bearing of large diameter, increas- 
ing its wearing surface. The Die Head will not wear 
loose as it does in machines of other makes. The vise 
is powerful and self-centering, and exerts its power on 
the center of the jaws. It can be attached to the side 
of house, post, or bench; it has two speeds when used 
for hand; the operator can cut small pipe from } inch 
to 1 inch very rapidly, and, by changing handle to other 
spindle, cut 14 inch to 2 inches, not so quickly but easily. 
This avcids the necessity of turning a great number of 
times on small pipe, and is a feature not found on any 
other hand machine, as far as we are aware. The Ma- 
chine can be instantly changed from hand to power. All 
parts are numbered, and it is not necessary to send ma- 
chines to the factory for repairs. 
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Armstrong’s No. 0 Machine 


For Hand or Power 


Price List of No. 0 ‘Machine 


No. O Hand Machine, with Stand, without Dies, . . $60.00 
No. O Hand Machine, with Stand, Pipe Dies 3 to 2 in, 

Right, 70.00 
No. O Hand Machine, with “Stand, Bolt Dies 3 to 14 in, 

Right, 73.00 
No. O meen Machine, ‘with Stand, Bolt and Pipe Dies, 

Right, - 82.00 
No. O Pipe Machine, R. H. Dies } to 2 in., with Stand, 

Power Attachment and Countershaft, ‘complete, . 113.00 
No. O Machine Power Attachment, . ‘ : : ; 15.00 
No. O Machine Countershaft, . . ; : ; A 28.00 
No. O Machine Stand, : r 5 10.00 
Extra Jaws for holding 4, ts, 8 inch Rod, . : 10.00 


Unless otherwise specified this machine is shipped with 
Stand and Pipe Dies ¢ to 2 in. R. H. Also for Hand Power. 


Dies 
The Dies used in this machine are the same as used in our 
No. 2 and No. 3 Stock, viz.: ¢ to 1 inch No, 2, 12 to 2 inch No. 3, 
for Pipe. For Left Hand Dies add net price from list, page 18. 
Bolt Dies for this machine same as our No. 2 and No. 3 
Stock, viz.: 4 to 14 inch No. 2, 1§ to 14 inch No. 3. 


Speed and Weights 


Countershaft, F 260 Revolutions ner Minute 
Weight of Machine with Dies, ' . ; : 170 Pounds 
Weight of Stand, . J ? : - 75 Pounds 
Weight of Power Attachment, ‘ ; : : 30 Pounds 
Weight of Countershaft, , 100 Pounds 


When ordering this machine with Power please state wheth- 
er a Countershaft is wanted or not, as Countershaft is sent un- 
less otherwise specified. 

43 All parts of above machine are numbered and interchange- 
able. 
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Armstrong’s No. 00 Machine 


For Hand or Power 


This machine is like the No. O in general construction; is portable, 
strong, durable, and fast; can le used for either hand or power, and changes 
from one to the other are easily and quickly made. It takes Pipe Dies from 
1 inch to 4 inches inclusive, which are quick opening and adjustable. The 
cutting-off attachment is absolutely automatic, and of great practical use. 
The parts are all interchangeable and numbered. All moving parts of the 
machine run in oil, in covered chambers, keeping them free from dust and 
chips. Die head will not wear loose and does not revolve on gear teeth. 


Price List No. 00 Machine 


No. OO Hand Machine with Stand, without Dies, 3 i . $125.00 
No. OO Hand Machine, with Stand, Pipe Dies 1 to 4 inches, Right, 148.00 
No. OO Hand Machine, with Stand, Bolt Dies % to 2 inches, Right, 160.00 
No. OO Hand Machine, with Stand, Bolt and Pipe, a 157.00 
No. OO Pipe Machine R. H. Dies 1 to 4 in. with Stand, Power 


Attachment and Countershaft, complete, 218.00 

No. OO Machine Power Attachment, : E c , - 2 25.00 
No. OO Machine Courtershaft, . ; : ‘ ; ‘ , F 45.00 
No. OO Machine Stand, ‘ . ; ‘ ; a . 20.00 
Extra Jaws for holding % to 1 inch Rod, . 5.00 


Unless otherwise specified this machine will be ‘shipped with Stand and 
Pipe Dies 1 in. to 4 in. R. H. Also for Hand Power. 


Dies 
The Dies used in tuis machine are the same as used in our No. 3 and No. 
6 Stock, viz: 1 to 2 inch No. 8, 2%4x3 No. 6, 3%x4 special Dies for this 


machine. 
Bolt Dies same as No. 8 Stock are listed on page 18 


Speed and Weights 


Countershaft, a ‘ ; : r 2 i 500 Revolutions per Minute 
Weight of Hand Machine with Dies Boxed, . A 3 F 475 Pounds 
Weight of Power Machine with Dies Boxed, . : . i 580 Pounds 
Weight of Stand, A 3 ; ‘ , is : 198 Pounds 
Weight of Power Attachment, . , é 2 5 '< ‘ 120 Pounds 
Weight of Countershaft, : 206 Pounds 


hen ordering this Machine. with Power, please state whether a Counter- 
shaft is wanted or not, as Countershaft is sent unless otherwise specified. 
All parts of this machine are lettered and interchangeable. 
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Armstrong’s No. | 
Pipe Threading and Cutting Off Machine 


For Either Hand or Power 
All of our Machines are Adjustable to Variations in Fittings 


Cuts off and threads pipe from 1 to 3 inches inclusive. This machine is 
geared 8 to 1, which makes it very rapid in its work, and also very powerful. 
It is very simple and strong in its construction. All the drivin ears are 
inclosed in an oil. chamber, thus keeping them well lubricated aad tres from 
dirt or chips. 

Price for Hand with Right Hand Dies, 1 to 3 inches, $115.00 
Price for Hand with Right Hand Dies, 4 to 3 inches, 129.00 
Price for Power with Right Hand Dies, 1 to 3 inches, 170.00 
Price for Power with Right Hand Lies, % to 3 inches, 184.00 
Countershaft, F e ‘ " : F ‘ : ; 40.00 
Power Attachment, ‘ ¥ % é ‘ ‘ 15.00 

We send one of our adjustable pipe rests with each of our machines. 
aa ee of Machine for Power, 250 lbs. Weight of Machine for Hand, 
2 S. 

Speed of Countershaft, 225 rev. For Price of Extra Bits, see page 32. 


When ordering this Machine with Power, please state whether a Counter- 
shaft is wanted or not, as Countershaft is sent unless otherwise specified. 
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Armstrong’s No. 1% Machine 
For Cutting Off and Threading Pipe 


a= , 


Price of Machine from 1 to 4, $316.00. (For power only). 
Weight of Machine, 900 pounds. 

It is very simple and strong in its construction. All the 
driving gears are enclosed in an oil chamber, thus keeping them 
well lubricated and free from dirt or chips. Speed of Counter- 
shaft, 325 rev. ‘ 


For Price of Extra Bits, see page 32. 


Armstrong’s Pipe Threading and Cutting 
Off (Power) Machine No. 3 


All of our Machines are Adjustable to Variations in Fittings 


No. 3 Machine for Power, cuts and threads Pipe from 1 to 
6 inches inclusive. 
Price with Dies as above, and Countershaft, . . $550.00 


Weight of Machine, 1,250 Ibs. All gears in this machine are 
enclosed in an oil chamber, keeping them well lubricated and 
free from dust and chips. Speed of Countershaft, 325 rev. 


For Price of Extra Bits, see page 32. 


Our New Portable Pipe Rest 


Support for Pipe or Rod. Made of the best Malleable 
Iron, with Roller of Cast Iron, and Iron Pipe Legs. It is 
very strong and light, and a glance is sufficient to show 
that it is a very handy device. 


No. 0, Price, without Legs, . ‘ : : . $1.25 
No. 00, Price, : i F : 1.50 
No. 1, Price, complete with, ices, F ; 2 3.50 
withcut Legs, . ‘ : ‘ 3.00 
Nos. 14 and 3, Price, Bie with Legs, é ‘ 6.50 
without Legs, . : , ‘ : ‘ 5.50 


One Portable Pipe Stand goes with each machine. 
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Pipe Machine Dies and Bits 


Dies 
No. 0, Machine Dies for Pipe + to 2 R.,. . $19.50 
No. 0, Machine Dies for Bolts 4 to 14 R.,. : 24.50 
No. 00, Machine Dies for Pipe 1 to 4 R.,. ‘ 46.00 
No. 00, Machine Dies for Bolts 4to2R.,. F 65.00 


The above Dies are the same as listed on Page 18. 


Bits 
No. 1, Machine Bits for Pipe Set of 4,4 to? R.,. $14.00 
No. 1, Machine Bits for Pipe Set of 4,1 to3 R.,. 14.00 


These Bits are double-ended threading from 1 to 
2 in. on one end, and 24 to 3 in. on other end. 


No. 13, Machine Bits for Pipe Set of 4, 1 to 4 in. R., $15.00 


These Bits are double-ended threading from 1 to 
2 in. on one end, and 24 to 4 in. on the other. 


No. 3, Machine Bits for Pipe set of 6, 1 to 3 in., R., $20.00 


These Bits are double-ended threading from 1 to 
2 in. on one end, and 24 to 3 in. on other end. 


No.8, Machine Bits, for Pipe per set 6, 34 to 6 in. R. $20.00 


These Bits are double-ended threading from 34 
to 4$ in. on one end, and 5 to 6 in. on the other. 


The above Bits can be furnished with American, V, 
threads, or the English Whitworth Standard Thread, 
either Right or Left Hand. 


Anything different from the above would be special 
and will cost net list per set as above. 


In ordering Dies or Bits, please mention the pitch 
or number of threads to the inch, and state if Regular 
Pipe. Inside or outside diameter. Straight or taper. If 
possible, send sample of thread wanted. 


No. O. B. Countershaft (2 step), . ; . $2800 
Weight, 100 pounds. 
Speed, 260 Revolutions per Minute. 
Diameter Pulley, 84 and 64x24. 


No. OO Countershaft (2 step), . . : . 465.00 
Weight, 206 pounds. 
Speed, 300 Revolutions per Minute. 
Diameter Pulley, 14 and 9x33. 


No. 1 Countershaft (2 step), : . : . 40.00 
Weight, 200 pounds. 
Speed, 225 Revolutions per Minute. 
Diameter Pulley, 12 and 74x44. 


No. 14 Countershaft (3 step), . : F . 50.00 
Weight, 215 pounds. 
Speed, 325 Revolutions per Minute. 
Diameter Pulley, 12 and 74 and 64x34. 


No. 3 Countershaft (3 step), . : ; . 50.00 
Weight, 215 pounds. 
Speed, 325 Revolutions per Minute. 
Diameter Pulley, 12 and 7% and 64x34. 


‘These Countershafts are up to date. Friction clutch 
pulleys made of the best material, and particularly adapt- 
ed for the machine for which they are intended. 
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Armstrong’s Plain Vises 


0G Tg ‘as rod ‘smef eIyxy 


‘00'F$ ‘OSTA pesutH T ‘ON JO ‘ureld ‘00°8$ ‘eld 
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Made of the best Malleable Iron, Steel Jaws. 


Brass Pipe Jaws for No 
Brass Pipe Jaws for No 
Brass Pipe Jaws for No 
Brass Pipe Jaws for No 


Brass Pipe Jaws for No 


«1, He 
od Es 
0 es 
, 1 A 


<1 


Each Size. 


P (&,2or% O. Diam. 
Vise, Ut tor 3 I. P. Size t $0.75 
1 


3 
5 
Vise, 1,1},orl} O. Diam. 1.00 
1 
it 


Vise, j iat or 18 O. Diam. t 1.25 


Vise, 13,1f0r2 O. Diam. 1.50 


: 2k, 2tor 28 O. Diam. _ 
Vise, | TP Ti or 2) 1. P. Size { 1.75 
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Armstrong’s Hinged Vise 


The above cuts represent a view of our new Im- 
proved Hinged Vises. They are so simple in construc- 
tion that any further explanation is unnecessary. They 
are of the best Malleable Iron, with Steel Jaws, and are 
made on the interchangeable system, so that any of the 
parts can be replaced, if it should become necessary. 


It is made in four sizes as follows: 


No. 0 takes from 4 in. to 24 in. Pipe, weight 11 Ibs., . $ 8.00 


No. 1 takes from 4 in. to 24 in. Pipe, weight 16 lbs. . 10.00 
No. 2 takes from 3 in. to 44 in. Pipe, weight 30 lbs., . 20.00 
No. 3 takes from 1 in. to 6 in. Pipe, weight 35 lbs. . 30.00 


For List of Parts, see page 37. 
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Hinged Pipe Vise Parts 


0 1 2 | 38 
Upper Jaws . . . each $0.40 | $0.50 | $0.75 | $2.00 
Lower Jaws. . perpair .80 | 1.00 | 1.50 | 4.00 
Base . « « «4 , each) s4.20 1.50 3.00 , 3.50 
Hinge Bolt. « . each) .10 |. .10*) 416 15 
Fidole cr ar qo neach!=)4.30 DOKI OO | ob 
Top) x « «4, = Sacha 1.50 | 3.00 | 3.25 
Hook Rivet. . . each) .05 .05 .10 10 
Screw and Handle each .90 1.00 | 1.50 | 2.00 
Screw < we wut = 70 75 1.00 1.50 
ST ee eae ee ee ee 
Lower Jaw Bolt . each 10 .10 15 20 
Upper Jaw Rivet. each .05 | .06 | «12 15 


Combination apie and Bench Vise Parts 


Bas car tae" Ahi Se a, cee st 
Front Jaws. . Mass eee he A Nie ue FP OOO 
Back or Sliding we bo a) De ee Rese eet s BHOO 
Screw with Handle... .% stat ks legs. 1.60 
Pipe Jaws . 92 wie Go owe ete Se os La 
Rivets’ ss. « F 20 
Steel Face for Rae Pant or Pack J aw - vith teen. .50 
Pim and Butte Ge), veee) a ee pees Gees 25 


Spring Button! . ee eee ee .10 
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Armstrong’s Malleable Iron 
Combination Vise 


Armstrong’s 
Combination Pipe and Bench Vise. 


Illustrations on page 38 show our Improved Combina- 
tion Pipe and Bench Vise holding Pipe from 4% to 3 inches. 
One great advantage of this Vise is its quick adjustment. 
By simply setting the adjusting pins (as shown in cut) in 
the hole in base of Vise, i. e., first hole for Pipe } to 1 inch, 
the second hole 1 up to 2 inch, and the third hole for 23 to 


3 inch, then tighten with screw. 


Price List. 
Vise with sockets for legs, . : : : . $16.00 
Vise without sockets for legs (Bench Vise), . ; 12.00 


Regular height work bench takes 14” pipe, cut 3 ft. 
10 in. long. 


For list of parts see page 37. 
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The Armstrong Pipe Cutter 


This Pipe Cutter is not only the strongest and most 
rapid working, but it is the cheapest, by reason of its tak- 
ing a larger range of pipe than any Pipe Cutter known 
to us. As will be seen by schedule below, No. 1 and 
No. 3 take a range of pipe from one-eighth of an inch to 
four inches inclusive. 


To change from a small to a large size it is only 
necessary to raise the ratchet or pawl, by which the 
hooked bar is held in position, and allow the bar to slide 
out to the size required. 


We zlso make rollers adapted to this Cutter, where- 
by its working can be changed from a three-wheel to 
a one-wheel Cutter, by simply substituting the rollers 
in place cf the two cutter wheels at the end of hooked 
bar. \Ve also furnish with each Cutter two rollers to 
take the place of two wheels in the hook so that the 
Cutter can be used as a single wheel or three-wheel 
Cutter. 


Prices 
No. 1. Cutting from 4 to 14 inches, . : . $4.50 
No. 2. Cutting from $4 to 24 inches, . ; ; 6.00 
No. 3. Cutting from 13} to 4 inches, . ‘ . 15.00 


For Price List of Parts, see page 42. 
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Model B. Armstrong’s Pipe Cutter 
‘‘The Tie That Binds”’ 


= 
aoe Anes 


This Pipe Cutter combines the best features of other 
Cutters and is made to meet the demand of those who 
require a Cutter with a solid frame and prefer this style 
to the quick adjustment embodied in the other Cutter 
manufactured by us. 


All danger of springing is obviated by use of the 
steel TIE THAT BINDS the frame together. The blocks of 
malleable iron allows a longer bearing than in any other 
Cutter. 

The wheels for this Cutter are made of the best 
Crucible Steel, hardened and tempered in such a way 
that they will do the work in the shortest possible time. 
Two Roliers are furnished with each Cutter, thus mak- 
ing them either a single wheel or three wheel Cutter. 
The use of a taper pin allows the wheels to be easily 
replaced. 


Price 
No. 1. Cutting from 4 to 14 inches, . 5 . $4.50 
No. 2. Cutting from 4 to 24 inches, . . : 6.00 


No. 3. Cutting from 14 to 4 inches, . ‘ . 15.00 


Price List of Parts of Pipe Cutter A. 


No. 1 No. 2 | No. 3 


Hook . : . ; . each | $0.75 | $1.00 | $2.75 
Front Cutter Block . - ‘each 50 | 5 | 1.25 
Pawl Yoke : : . each 50 75 | 1.25 
Pawl Springs. ‘ . each 05 | 05 15 
Handle and Screw. , ache! “2b LOO | <1 86 
Cutter Wheel Pins. . each 10.) 201 Ik 
Cutter Wheels . : . each 25 .30 | _ .50 
Rollers F ‘ : . each|  .25 | 30 | 50 
Cutter Wheel Pin Caps . each .10 | mh ee |) 

| 75 1.25 


Pawl . ‘ A ‘ . each «50 
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Rapid Transit Wrench 


This Wrench made of Best Hammer Steel Forgings, 
excepting Yoke, is simple, practical and powerful. 

Susceptible of quicker adjustment than any wrench 
in the market, and, as it can be used on either Square or 
Round Surface, it is a useful tool in the household, and 


especially in Machine shops, saving time and labor. 


No. 1 takes from 0 to 4 inch, . : é each $2.50 
No. 2 takes from 0 to 1 inch, . : 5 each 2.75 


Nickel plated, 25 cents extra. 


To open the Wrench, lift the self-adjusting ratchet. 
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The Armstrong Pipe Wrench 


(uaa 


A New Pipe Wrench 


Will not Crush the Pipe 


Unequaled by any ever offered for Strength, Light- 
ness and Quick Action, combined with simplicity in 
construction. 


A trial will convince any one that it is all we claim 
for it. 


Prices for Each 


No.;.3; takes: from0to Linch): ..... ,. i . $2.00 
No. 4, takes from 0 to 14 inches, : é E , 2.75 
No. 5, takes from % to 24 inches, . . : : 4.50 
No. 6, takes from 1 to 4 inches, : x . 2 27712:00 


Extra Jaws Each 


No. 3, 40c. No. 4, 50c. No. 5, 70c. No. 6, $1.00 
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The Armstrong Tap Wrenches 


These Wrenches are the most practical tools of the kind 
in the market, combining simplicity and strength with 


quick adjustment. 
No. 1. 12 inches long, fitting bolt taps} to fin. $1.50 


No. 2. | 18 inches long, fitting bolt taps } to 1 in. 


18 inches long, fitting pipe taps ¢ to 3 in. t -_ 


Wa.8 § 30 inches long, fitting bolt taps 1 to 13 in. | 
*? 1 30 inches long, fitting pipe taps} to1 in. § 


4.00 


No. 4. 50 inches long, fitting pipe taps 1 to 2 in. $18.00 
No. 5. 78 inches long, fitting pipe taps 2 to4in. 30.00 
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Pipe Taps and Reamers 


Pipe Taps, with right or left hand threads, and Reamers 
are made of the following sizes and kept in stock. 


Diameters Price Diameters Price 
+ inch, $1.12 1d inch, | $ 4.62 
4 inch, 1.25 2 inch, 6.25 
2 inch, 1.50 24inch, | 10.50 
4 inch, 1.87 3 inch, 15.00 
2 inch, 2.50 3} inch, | 42.00 

1 inch, 3.12 4 inch, 50.00 

14 inch, 3.75 


Special Taps made to order. 
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Hand and Machine Taps 


MRRMRRR UNE 


Taper Tap. 


Machine Nut-Tap. Bottoming Tap. 


Hand and Machine Taps 
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Price List 
, o. of Threads Hand Taps.| Hand Taps. Machine 
THOME = a mes Price acts Price, per Set ne ee 
y in, 18, 20 and 22 | $0.45 | $ 1.35 $0.60 
5. in, 16 and 18 -d0 1.50 70 
3@ in. 14, 16 and 18 uo 1.65 .80 
qe in. 12, 14 and 16 -60 1 80 -90 
% in. 12, 13 and 14 70 2.10 1.00 
ze in. 12 and 14 .80 2.40 1.15 
¥% in. 10, 11 and 12 -90 2.70 1.30 
44 in. 11 and 12 1.05 3.15 1.45 
34 in. 10 and 12 1.20 3.60 1.60 
43 in, 10 1.40 4.20 1.80 
% in. 9 and 10 1.60 4.80 2.10 
15 in, 9 1.80 5.40 2.40 
Lang 8 2.00 6.00 2.80 
1% in, Yand 8 | 2.25 6.75 3.20 
1% in. 7 2 60 7.80 3.70 
1% in. 6 3.00 9.00 4.20 
1% in. 6 3.50 10. 50 4.70 
15% in. 5and5%| 4.20 12.60 5.30 
1% in, a) 5.00 15.00 6.00 
1% in. 4% and5| 5.80 17.40 6.80 
2. in, 4% 6.70 20.10 7.70 
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Sharpening Dies 


We sharpen all Dies and Bits of our manufacture. 
It is useless however, to send us Dies or Bits in which 
the teeth are broken to any extent, as we cannot insert 
new teeth. 

In some cases, Dies with only one or two teeth 
broken, can be fixed so as to cut threads properly. When 
Dies are returned for repairs, we throw out such as are 
worthless. If you wish us to replace the Dies we find are 
worthless, please state so in your letter of instruction. 


When sending Dies back to be repaired, always 
PREPAY express and freight charges. Notify us by 
mail, just what you are sending, and what you wish done 
with them. We repair Dies at the following NET prices: 


Nos. 0 1 Ee ee v 
$0.25 30 .35 .70 .70 1.50 200 


Machine Bits 


Nos. 1 14 3, Set of 3 Bits. 8, Set of 6 Bits 
$1.00 $1.50 $1.50 $3.00 


These Prices are Net. 


We will not prepay express or freight, and we can- 
not receive any express or freight packages, unless pre- 
paid by sender. We are not responsible for goods lost 
in transit, and we will return all worthless Dies if so 
requested. 


The Armstrong Mfg. Co. 


Bridgeport, Conn. 
Water, Gas and Steamfitters’ Tools, 
Pipe Machines. 
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Gas Fixture Dies. 


To Fit the Armstrong Stock. 
All 27 Threads. 


j 3 at 8 1 5 8 
No. 1 Dies, 4, 3, 3 1m to & o R., . $1.50 each. 


af j QP BT ih SOL OR 18s ak ” - « 
No. 2 Dies, 4) 16) 8) 16> 2) 16) 8) 4) B® a he cs 2.00 


These Dies Have Straight Threads. 
Brass Pipe Size, Hand Taps, 27 Threads to the inch. 


4 inch, . ‘ : 5 ; ‘ : : 7. ESOS 
eae Py ke : : 5 : , : : : 50 
ere il, : : : : ; F . Pa) 
Bear at i a ae eae ath agate oA tac 60 
a ote 8 ; ‘ : 3 ‘ ; ; : .70 
> eee eae ER en aren 
Bor Bees. ; 4 ; p ; : : ; .90 
Ae Nishatdacchalhie ea ih ittd, if mee MAMA Cee 
BE oe Tashi en are ces l Mee tne hea 
Tfery ‘ - F : ‘ - : : mA 2.00 


Left Hand Dies and Taps are Special. Prices on Application. 
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